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इस भाग में भिन्न पृष्ठ संख्या की जाती है जिससे कि यह मलग संकलम के रूप में 

रखा जा सके 
Separate paging is given to this Part in order that it may be filed as a separato 

compilation 
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MINISTRY OF ENERGY 
(Department of Power ) 

CORRIGENDUM 

New Delhi. the 19th April, 1983 
G .S .R . 378 (E ). - The following changes may be made in this Departinent s Notifications No. G .S. R . 254 (E ) 
and G .S .R . 255( E ) published in the Gazette of India , Extraordinary, Part T[-Section 3-sub -section (1) (No. 80 ) dated 
the 10th March , 1983 . 

- - - - - - - - - - - 
Page No . Col. No. line 

for 

read 
(ii ) desiel- electric 

( iii) diesel -electric 
tank 

tanks 
Thrity live 

Thirty five 
45 sat 

rat 
36 Inscrt " D " before the words “ Assets purchased second hand and " , 
( 12 from assest 

asset 
bottom ) 

( b ) for cost of clearing site appearing in line 15 against " unexpired on the ** 

may be read against " The period of leases" in linc 17 . 
The word “ Plant “ may be inserted in between " including foundations " 
The word " Fifteen " appearing against " (m ) Air -conditioning plani" may be 
deleted . 
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[No. 25 (9 ) /82 - D (SEB )] 
G . L . JFRATH , Desk Officer 
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